BEACON MOTEL 

At Junction of U. S. 66-81-270 
One Mile East of EL RENO, OKLAHOMA 

20 Units — All Modem Conveniences 
Large Family Accommodations. 

A place you will enjoy staying 


PLACE 

STAMP 

HERE 

4CI27-N 

















